Pressure Reducing Valve supplier in Australia 


Australian Valve is the greatest Pressure reducing Valve Supplier in Australia. A pressure 
reducing valve (PRV), also known as a pressure regulator, is a type of valve used in fluid 
control systems to reduce and regulate the pressure of a fluid, typically a liquid or gas, as it 
flows through a pipeline or system. The primary function of this valve is to maintain a 
consistent and controlled downstream pressure, regardless of fluctuations in the upstream 
(inlet) pressure. The main purpose of a PRV is to reduce the high inlet pressure to a lower, 
pre-set, and controlled outlet (downstream) pressure. These are critical components in fluid 
control systems, helping to maintain safe and efficient operations by ensuring that pressure 
remains within acceptable limits throughout the system. As a pressure reducing valve 
supplier, our company specializes in designing, manufacturing, and supplying pressure 
reducing valves in Australia. Their versatility and reliability make them a fundamental part of 
many industrial and commercial applications. 


Types: 


e Direct acting pressure reducing valve 
e Steam pressure reducing valve 

e Water pressure reducing valve 

e Pilot operated pressure reducing valve 


e Pressure relief and sustaining valve 


e Float control valve 
Advantage: 


e Pressure Reduction 

e Pressure Regulation 

e Adjustability 

e Safety 

e Flow Control 

e Temperature Compatibility 
e Various Designs 


Industries: 


e Water Supply Industries 

e Gas Distribution Industry 

e Process Industries 

e Power Generation Plants 

e Chemical Industry 

e Fuel Handling System 

e Waste Water Treatment Plants 


Description: 


e Available materials: Ductile Iron, Cast iron, WCB, WCC, WC6, LCB, LCC, SS304, SS316,Cf8 
e Size: 1/2" to 24" 
e Class: PN10 to PN100, 150-600. 


e Connection type: Butt weld, screwed, Socket Weld, Flanged 


httos://www.australianvalve.com/product-category/pressure-reducing-valve 


